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XLI. A Letter front Richard Waring, Efq\ 
F.R.S. to the Hon. Daines Barrington; 
on feme Plants found in feveral Parts of 
England. 

S I R, 

Read Nov. 14, T WOULD fooner have acknowledged 
»??*• the honour of your very obliging an- 
fwer to the letter, I took the liberty of writing to 
you, if I had not waited a while, in hopes of hav¬ 
ing fomething to communicate, that might, in fome 
degree, merit your acceptance. Nothing better, than 
the following, having yet fallen in my way, I pre- 
fent you with 

A catalogue of fome indigenous plants, in places 
not heretofore mentioned, in the counties of Salop, 
Stafford, Chefter, Flint, Denbigh, Carnarvon, and 
Merioneth, that are fcarce in this ifland, or have been 
generally fuppofed to be fo, or not indigenous j and 
occafionally of fuch in other counties; and fome, 
that, though common in fome other counties, are 
fcarcely, or not at all to be found in thefe; andalfo 
of fuch as may be doubtful, perhaps originally foreign, 
though generally fuppofed to be natives of Britain. 

7 Acer 
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Acer majus Ger. Nullibi quod fciam in Anglia fponte 
oritur. Raii Syn. A ftranger in England, only 
where planted. Gerard. Perhaps we have not 
any tree more hardy, or more apt to be propagated 
from the feeds ; fince thofe of this tree do not 
often fail of taking root, upon Whatever foil they 
fall, and if they were not heavier than fome other 
winged feeds, or lefs coveted by birds than fome 
of the more folid or pulpy kinds, there would 
perhaps be no reafon, why this tree fltould not be 
as much difperfed throughout the country as the 
moft gomroon tree we have; except that it may 
have been more lately introduced among us. 

Agaricus parvus lamellatus, pe&unculi forma, ele- 
gans. Dill. Cat. Giff. Here in November, on 
flicks rotted on the ground. 

Agaricus trilobatus, fuperne albus, laevis, inferne fer- 
rugineus, foraminibus oblongis et rotundis ele- 
ganter pun£tatus. An Fungus arboreus lobis 
rubellis, diverfimode figuratis et pundfatis. R. Syn. 
On a hazel tree near Congleton, Cheshire, in 
October. 

Angelica fativa C B> Ray in Cat. Angl.tit. Hyppo- 
felinum, lays, “ By this, when young, I fuppofe 
“ they were deceived who gave information to the 
compilers of Phyl. Brit, that Angelica fativa 
** grew on the rocks near Berwick.” They might 
have taken it from Dr. Johnfbn’s Merc. Botan. 
However it is wild in many places by the Thames- 
fide, particularly at Stangate, Lambeth j and I have 
found it far from any water, in a gravel-pit near 
the end of St. Edmund’s-bury, toward Sudbury, 
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Apiam petraeum, five montanum album J. B. On 
Halton-caftle, and on a wall at the chamber of the 
forefi De-la-mer, Cheshire, and on the garden-wall 
of the Abbey of Perfhore, Worcefterfhire. 

Aquilegia flore caeruleo Ger. In fylvis et dumetis. 
R. Syn. I have not feen it wild. 

Aquilegia fl. purpureo. Some years ago! found one 
only in a wood here, where none has fince 
appeared. 

Aquilegia fl. atro rubido. Four of this kind on a 
final! bank by the high-way about half a mile 
from Wore, Salop (towards Namptwich). 

Berberis dumetorum. C B. In the hedges on each 
fide of the road from Ludlow, oppofite to Haw- 
ford-chapel, and thence to a brook about a mile 
off, plentifully, and lefs fo about half a mile fur¬ 
ther, toward Stretton, Salop; alfo in fome places 
between Shrawarden and Nefs-cliff, and between 
Blacker’s-ford and Prees in that county: but whe¬ 
ther elfewhere than in hedges, or there fponta- 
neous, or lown, or planted, I do not know. 

Betulus five Carpinus Ger. In fylv is et fepibus. 
R. Syn. I have not obferved it more northward 
than Bedfordlhire, though Gerard fays, “ plenti- 
“ fully in Northamptonfliire.” 

Biftorta major Ger. In pratis humidis et unibrofis. 
Ph. Brit. In a trench without the Weftern wall 
of the caftle of Ruthin, Denbighlhire. 

Blattaria lutea J.B. By the road fide a little Ihort of 
a place called the Marlh between Ludlow and 
Stretton, Salop, I once obferved a Angle plant; 
and this year in a wild and long negle&ed part, 
perhaps three perches, of a gentleman’s garden, 
Vol. LXI. A a a near 
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near Ofweftry in that county, I faw, I believe, 
above a hundred. Neither the gentleman, nor his 
gardener, could account for the production of 
them; or had ever obferved them before that 
inftant. 

Cardamine tripla, fc. ad gradum quartum, prolifera, 
floribus plenis. I have often found it fo here¬ 
about, and near Ofweftry, and fufpeCt it may not 
be uncommon, though unobferved elfewhere. 

Cardamine flore majore elatior Tourn. Inft. Naftur- 
tium aquaticum, amarum. Park* In the bog near 
the bath at Willowbridge, Staffordlhire. 

Carduus Mariae Ger. Ad agrorum margines et in 
aggeribus foflarum non raro occurrit. Ray Hift. 
Though frequent about London, it is fo rate in 
thefe counties, that I have feen of it only in the 
church-yard at Ince in Chefhire, and about the 
eaftle at Caergwrle, and in two other places, in 
this county of Flint. I have not feen one good 
figure of this, elegant plant. 

Carduus Mariae non maculatus R. Hift. hirfutus non 
maculatus Ph. Brit. The word hirfutus feems to 
have been improperly added, for Ray in Hift. fays, 
“ non alia in re a vulgari Carduo Mariae differt 
u quam quod folia edat maculis deftituta and I 
have feen it about Kennington-common, Surry, as 
fmooth as the former fpecies, which is rather 
veined than fpotted. 

Carduus tomentofus, Acanthium diCtus, vulgaris R. 
Syn. Spina alba fylveftris Fuchfio J. B. “ In 
** aggeribus foflarum, ad fepes et in incultis non 
u rard occurrit.” R. Hift. I have feen it only in 
the neighbourhood of London^ 

4 


Carduus 
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Carduus capite tomentofo J. B. A little Ihort of 1 Gate- 
houfe-green, in the road from Middlewich, 
Chelhire, plentifully; and not any where elfe, that 
I have feen, in thefe counties. 

Carduus nutans J. B. “ In agris incultis et reftibilibus 
“ non raro provenit.” R. Hift. It is not frequent 
in this part of the kingdom, where I have obferved 
it only on the Bailey-hill at Mold (there but 
lparingly), and about Pont-newidd near Kilken in 
this county, plentifully. 

Carduus ftellatus live Calcitrapa J. B. « Juxta vias 
** publicas, circa oppida et pagos, inque incultis et 
'** fterilioribus frequens eft.” R. Hift. And, ac¬ 
cording to Gerard, this and Carduus folftitialis are 
“ in barren places by cities and towns, almoft every 
<c where.” The laft is a ftranger to me, and I have 
not feen the former more Northward than between 
Northampton and Leicefter. 

Caryophyllata vulgaris majore flore, C. B. Vulgaris 
major Park. I once found it on a rock in a wood 
near this place. 

Caryophyllata aquatica nutante flore C. Bi aquatica 
flore rubro, ftriato J. B. montana, five paluftris, 
purpurea Park. In many damp parts of the 
woods here, fo abundantly, that a great deal of 
ground is intirely covered with it. Parkinfon’s 
figure, which is taken from that of Caryophyllata 
aquatica Matth. reprefents the leaves very different 
from thofe of this plant, and not at all anfwerable 
to his own defcription of it. He there very pro¬ 
perly obfetves, that they are fomewhat like to, 
but with longer foot-ftalks than, his Caryophyllata 
montana, the figure of which he has copied from 
A a a 2 that 
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that of Caryophyllata major rotundifolia, Caryo- 
phyllata montana Matthioli L’Ob.Icon. but Matthi- 
olus’s figure of Caryophyllata montana refembles 
them only in the leaves and root. L'Obel’s (and 
confequently Parkinfon’s) figure is much better in 
refpedt of the flower; though the petala are not 
very diftindt, nor is the thrum prominent enough, 
which two faults are in all the figures, I have feen, 
of this plant. 

I once found here, together with this kind, one of 
a fine bright yellow; but not otherwife different. 
An Caryophyllata montana flore luteo nutante Hort. 
Reg. Par.? and once alfo one of the ufual hue, 
double and proliferous. An Caryophyllata mon¬ 
tana flore pleno prolifero Breynii R. Hift. ? But I 
fufpedt, they were only accidental varieties. 

Caryophyllus montanus minor C. B. marinus minimus 
l’Ob. Icon. Not only on the fait marfhes in our 
maritime counties, and on the higher rocks of 
Snowden, as already obferved : there are two large 
inclofures, about two miles by computation, from 
Dolgelle, and a large mooriih place about two 
miles further, toward Feftiniog, almoft covered 
with it. 

Caflida paluftris vulgatior fl, cceruleo Tourn. 
Lyfimachia galericulata 1 ’Ob. In this part of 
England, I have obferved it only by the fides of a 
ditch and rill dividing the parts and the home- 
houfe paftures at Ince, Cheshire, and about thirty 
paces from Thornton-brook* There plentifully. 

Centaurium luteum perfoliatum J. B. &c. Not very 
common in thefe parts; but we have it here in 
fome of the- upper paftures. 


Cerafus 
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Gerafus avium nigra et racemofa, Ger. Very com¬ 
mon in woods, thickets, and hedges hereabout. 
I have alio feen it in hedges in Denbigh and 
Merionethlhires. 

Chamaeciftus vulgaris, fl. luteo, C.B. Heleanthemum 
vulgare, fl. luteo, IB. On the rocky hills about 
Llanveras, Denbighfhire. Though ufually on 
fuch dry, and elpecially on chalky foils, I have 
feen it even in a damp and very fliady part of a 
woody dingle, at Hayes near Ofweflry. 

Chamaedrys vulgaris Park, feu fativa R. Syn. An 
Chamaemorus minor repens C.B. ? Plentifully on a 
wall of the caftle at Whittington, Salop. 

Chamaemorus-. Gerard has the Knot or 

Cloudberry twice, under the feveral articles of 
Chamaemorus and Vacinia nubis j and in Phyt. 
Brit, it is feverally underflood under thofe of 
Chamaemorus, Ger. and Vaccinia nubis, Ger. et 
Chamaemorus ejufdem, the former of which, ac¬ 
cording to Gerard and Phyt. Brit, after him, is 
“ upon Stanmore, between Yorkfhire and Weft- 
moreland,” the other, according to Ph. Brit. 
“ upon the tops of the high mountains both of the 
“ North and in Wales.” 

Parkinfon makes two fpecies or varieties of 
Chamaemorus, viz. Chamaemorus Anglica, and 
Chamaemorus Cambro-Britannica, five Lancaftrenfe 
Vaccinium nubis, and fays, “ Dr. L’Obel found 
“ the laft growing in Wales, and the (hires near 
“ thereunto, as well as in Lancafliirebut L’Obel 
has not given a figure of either. Parkinfon’s figure 
of the former is like that of Rubo Idaeo minori 
affinis Chamaemorus J. B. 


Childrey, 
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Childrey, in Brit. Bac. fays, the Cloudelberry 
is peculiar to the top of Pendle-hill in Lancafhire, 
and I do not know that any later author places it 
in Wales. 

Upon the ioth of Auguft laft, I found about 
Cader Vron-wen, the higheft point of Berwin 
mountains, in Denbighfhire, one fpecies of Cha- 
maemorus in vaft abundance. The principal 
ftalks, and the bofoms or wings of the footftalks 
of the leaves, were like thofe of the figure men¬ 
tioned ; but the leaves like thofe of Chamaemorus 
Cambro-Britannica Park. The calix, or rather 
the perianthemum, in fome plants, had five, in 
others only four divifions. Not only the flowers 
were paft, but the berries were fallen or had been 
gathered. 

Clematitis fylv. latifol. five Viorna Park. t( Ubique 
“ in fepibus,” Merr. Pin. I have not obferved it 
more Northward than between Stouton and Per- 
fhore, Worceflerfhire j and between Plumb-park 
corner and Cuttle-mill, Northamptonfliire. 

Cochlearia rotundifol. minima, Park. In the grals, 
near the top of Snowdon. 

Conyza major Matthioli, five Baccharis quibufdam, 
J. B. More fparingly in thefe than in the more 
Southern counties. In the inner court, and the 
walls above the leads of the caftle of Ludlow, 
Salop, and along the highways, many miles about 
that town j alfo about Stretton in that county: in 
the road about a quarter of a mile from Denbigh 
toward Llanfanan, and on a rock almoft at the 
bottom of Snowdon (near Llyn. fynnon glas). 

Conyza 
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Conyza paluftris ferratifol. C. B. paluftris major Park. 
By the Eaftern fide of the river Dee, juft above 
Eaton-boat, Cheshire, fparingly. 

Coronopus vulgaris five Cornu cervinum, Park. In 
this part of the county, I have not feen it far from 
the fea. 

Crataegus fol. laciniato Tourn. Sorbus torminalis, 
C. B. 

Crataegus fol. fubrotundo, ferrato, fubtus incano 
Tourn. Sorbus fylveftris Aria Theophrafti didta. 
Park. I have not obferved either this or the 
former in this part of the kingdom; though 
Gerard fays, Sorbus (he feems to mean Sorbus 
fativa, CB. which is ftill more rare, if at all of 
natural growth in this land) and Sorbus tormina¬ 
lis grow « in woods and groves, in moft places 
*' of England.” 

Crataegus Fennica Kalmii, Lin. Fl. Suec. On the 
wall of Caftell Dinas bran, Denbighfliire, two 
plants in 1764, and in 1770, a few younger, but 
the larger of the two former then dead. 

Cruciata vulgaris, Park. From fome particular 
native places mentioned by authors, it feems not 
to be common in the counties about London: but 
there is fcarcely any herb more fo in this part of the 
kingdom. 

Cyanusfl. albo, maculis coeruleis five purpureis no- 
tato, ftaminibus cceruleis. About St. Edmund’s- 
bury. 

Cymbalaria, C. B. On many walls, befide thofe al¬ 
ready mentioned, by the Thames-fide; particular¬ 
ly from Mill-bank to Weftminfter-bridge, and at 
Lambeth, oppofite: at the Savoy, and on Somer- 

fet-houfe 
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fet-houfe garden-wall. On the brick-walls at 
Brinkinnalt, the feat of lord Dungannon, in Den- 
bighlhire, abundantly. I could learn only, that it 
was known to have been there above fifty years. 

Dipfacus minor feu Virga paftoris, Ter. Emac. 
" In humidis et aquofis, ad fepes et rivulos.” R. 
Syn. We have it hereabout, and I have feen it in 
a few places in Denbighlhire and Shroplhire. It is 
however far from being general. 

Echiqm vulgare, J. B. &c. ** Secus vias et femitas, 

" inque muris non raro, et arvis fterilioribus nimis 
" etiam frequens.” R. Syn. By the road-fide, 
about a mile from Hamitead (toward Wolver¬ 
hampton) Staffordlhire, and at Wrine-hill, Che- 
Ihire j not elfewhere, that I have feen, nearer this 
way, than Broadway-hill, Worcefterlhire. 

Elaphobofcum Matth. By the fides of Stanny-brook, 
in many places toward Ince, Chelhire. 

Equifetum lylvaticum tenuiffimis fetis, C. B. By the 
road-fide (between Trevalin and Hope, Flintlhire) 
in the townlhip of Llai, Denbighlhire. 

Erica vulgaris hirfutior, Park. That on one of the 
Camp-hills, Staffordlhire, feems to be intirely 
fuch (though not on the adjoining hills), and it is 
very frequent, with the common fort, in many 
other places. 

Erica baccifera procumbens nigra, C. B. On Sala- 
tin-mountain, Salop; on the drieft parts only of 
the mountain called Gwern-to in Flintlhire, and 
on the bog at Willowbridge, Staffordlhire. 

Euonimus vulgaris, Park. “ In lepibus frequens.” 
R. Hift. It is very infrequent this way. I have 
feen it growing fingly, not in many places, in 

Shroplbire, 
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Shropshire, and in one place only in this county 
of Flint. 

Fagus, Park. <c This groweth through moft woods 
in England.” Park. Not through many in this 
part of England, though 1 have Sometimes, even 
this way, feen a young tree. Spring from the fallen 
maft, among old ones, that had been planted j 
and this being more frequently the cafe in fome 
parts, where the foil is more Suitable, the obser¬ 
vation of Caefar may Still be juft, that in his time 
there were not any trees of this kind in Britain. 

Flos Adonis, Park. Plentifully on the ground 
among the ruins of the Abbey, at St. Edmund’s- 
bury. 

Foeniculum fylveftre. Park, & vulgare ejufdem; for 
according to R. Hift. they do not differ. On the 
caflle-bank at Shrewsbury j in the trench within 
the caftle of Ruthin ; about the gravel-pit at 
Hyde-park corner; and in the year 1756, almoft 
all over the church-yard of Warden in the ifle of 
Shepey. 

Franguk live Alnus nigra baccifera, Park. " In 
“ Sylvofis, udis perfaepe reperitur.” R. Hift. 
Though pretty common in fuch places about 
London, and in fome parts of Kent, efpecially 
about Tunbridge-town and Wells, I have not ob- 
ferved it this way, except in the coppice, called the 
park, at Willowbridge, Staffordshire, where there 
is a good deal of it in a very dry gravelly foil. 

Fumaria cum capreolis, J. B. On Caergwrle caftle- 
hill, and on other hills there-about in this county; 
on the Wreken, and on Areal-hill, near it; 
under a rock in the Foreft De-la-mer, and on 
Vol. LXI. B b b HelShy 
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Helfby Tor, and moft abundantly among the 
oak-bufties on two fmall hills at the foot of 
the Tor, Chelhire. It ftill grows where Mr. 
Ray obferved it, near Bala, and alfo in many 
hedges about that town and neighbourhood; and 
in and about Dolgelle, the roofs of many build¬ 
ings are covered with it. 

Fungus albusovum referens R. Syn. oviformis Merr. 
ovatus, J. B. Martyn, in his Tranflation, &c. of 
Tournefort’s Hiftoire des Plantes aux env. de Paris, 
fays, he found it in great plenty at Chefterton, in 
May, and J. Bauhin fays, it appears in April. We 
have it plentifully every year on the grafs-plots 
about this houfe, and I have feen it in two places 
in Denbighfhire; but never earlier than Septem¬ 
ber, or later than November. 

Fungus mufcarius, Park. Fungi mufcas interficientis 
4. fpecies, C. B. &c. R. Hift. venenati, mufcarii 
difti, quarta et elegantiflima fpecies J. B. About 
two beech-trees on the common oppofite to Hayes 
near Ofweftry, Salop; on Auger-heath, Chefhire; 
and moft abundantly in a grove at the top of lord 
Chetwynd’s garden at Mare, or Meer, Stafford- 
ftiire, and in the coppice, called the park, at 
Willowbridge in that county; in Oftober. 

This is the moft beautiful Fungus, I have feen; 
and I do not know that it has before been men¬ 
tioned as of this land, though Parkinfon generally 
fays, “ in the woods that have been felled*' Per¬ 
haps this, that I have met with, is a variety of 
the above cited authors; for the ftriae, or lamellae, 
are white; whereas, according to J. Bauhin and 
Mr. Ray, they are black; and the pedicle, of 

which 
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which they give us only the dimenfions, is alfo 
white. 

Fungus angulofus et velut in lacinias fedtus, C. B. 
luteus five pallidus, Chanterelle didtus, fe con- 
torquens, efculentus, J. B. In woods here, and 
elfewhere, in July, Auguft, September, and Octo¬ 
ber. It is very beautiful. 

Fungus piperatus albus, ladteo fucco turgens, J. B. 
In woods here in September. 

Fungus maximus, albus, ladtefcens, non acris. In 
Willowbridge-park, and Broughton-wood, Staf- 
fordlhire. Odiober. 

Fungus parvus parvi galeri formam exprimens, rufus, 
C. B. On Caergwrle caftle-hill in this county. 
Odtober and November. 

Fungus mediae magnitudinis, pileolo fuperne e rufo 
flavicante, lamellis fubtus fordide virentibus. R. 
Syn. With the laft preceding. 

Fungus medius pileo muco aeruginei colons obdudto 
R. Syn. Frequent hereabout. September. 

Fungus acetabulorum modo cavus, radice carens, C B. 
Fungi Pericae Plinii Col. 

Fungus Hepaticae faxatilis forma, C. B. Fungi Pericae 
altera ipecies, Col. This and the laft preceding 
in the foil about the ftools of oaks cut down, here¬ 
about, and about Willowbridge, Staffordlhire, in 
November. They are of a fine orange colour, 
and of great beauty. 

Fungus ophioglofloides non defcriptus, Ph. Brit, 
ophioglofioides niger, R. Hift. Abundantly on 
the grafs-plots about this houfe, and at Hayes, 
Salop. I have feen it elfewhere on dry ground in 
B b b 2 both 
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both thefe counties, and believe it Is often over¬ 
looked. 

Fungi parvi lutei ad ophiogloflbidem']; Of tbefe, and 
accedens, R. Hift. of man y. other » 

Fungus terreftris, digitatus didtus, 

minor. Park. . p veral colours, I 

Fungus candidus digitatus minor, C.B. j.have obferved a 
Fungus ramofus candidiffimus cera- great variety here- 

noides, five digitatus minimus, non- ^heTe.^Oao- 
nunquam corniculatus. Plot. Nat-, her and Novem- 
HifF Staff. _ her. 

Fungus ramofus, flavus et albidus, Ji B. In a dry- 
thicket by the brook Terrig, in Treithen in this 
county. Auguft. 

Fungus parvus luteus, ramofus, R. Syn. On the 
grifs-flopes here * on the afcent from the river 
Alen to Gresford, Denbighfhire j in the Park at 
Willowbridge,, and on Heyley-caftl-e-bank, Staf- 
fordfhire.' 

Fungus pyriformis, Merr. Pin. In paftures hereabout. 
September. 

Fungus pulverulentus, Crepitus Lupi didtus, major, 
pediculo longiore ventricofo, R. Syn. In paftures 
hereabout, at the end of March, and in Septem¬ 
ber. 

Fungus phalloides, J, B. foetidus, penis imaginem re- 
ferens, C. B. I fuppofe, it is common in Septem¬ 
ber, in moft counties, though oftener fcented than 
feen., It is hereabout known by the Welfh name, 
Gingroeti, or Cirtgroen. 

Geniftella tindforia, Ger. “ In pafcuis nimis fre- 
“ quens.” R, Syn. I have not feen of it in this 
a county 
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county, though I have often in thofe of Chefter 
and Stafford. 

Geniftella aculeata, Park. Not fo frequent this way 
as about London. Abundantly about Horton, 
near Malpas, Chefhire, and between D6igelle and 
Feftiniog. 

Gentianella fugax autumnalis elatior, Centaurii mi- 
noris foliis, R. Syn. Variat floris colore, cameo, 
coeruleo, albo. On the bank at Clomendy in 
Llanveras, Denbighfhire. It feems to differ only 
in fkze from Gentianella autumnalis Centauriae 
minoris foliis Park. 

Geranium batrachoides, J. B. In the field. Which is 
next above the bridge, called Pont-llong, and be- 
tween the rivers Alen and Terrig in this townfhip, 
Leefwood; on the bank at Clomendy in Llanveras, 
and in the church-yard of Llanveras, Denbigh- 
fhire, and moft abundantly about the Derbyfhire 
end of Burton-bridge. 

Groffularia, Park. Not unfrequently in hedges and 
thickets and upon walls. 

Helenium, five Enula campana, J. B. I have feen it 
in a few fields in this county; in fome wafte places 
about Frefh-water, and eifewhere, in the Ifle of 
Wight j but no where fo plentifully as in the 
fields and lanes about Aber in Carnarvonfhire. 

Herba Paris, J. B. Sparingly in a wood in Treithin, 
and in one in Broncoed, both near this place, with 
4, 5, and 6, leaves. 

Hippofclinum five Smyrnium vulgare, Park. “ In 
** moft places of England.” Ger. It is certainly 
very rare. I have feen of it only in the two inner 
courts of the caftle of Ludlow, Salop; near St. 

Edmund’s- 
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Edmund’s-bury, in a field at the angle between 
two roads leading to Newmarket and Farnham, 
where it grows abundantly ; between the town 
and cliff* of Harwich, as mentioned by Mr. Dale; 
and fparingly by the Thames-fide between the 
planks fupporting the bank at Stangate, Lambeth. 

Horminum lylv. Lavendulse flore, G. B. “ In gla- 
** reofis frequens.” R. Syn. In this part of the 
kingdom I have feen it only on Denbigh caftle hill. 

Hypericum pulchrum Traji, J. B. Plentifully on 
the hills about Cader Uronwen, Denbighshire. 

Hypericum maximum, Androfemum vulgare di&um 
R. Syn. In a thicket at Hays, Salop, and elfe- 
where; but not common. 

Hypericum elegantiffimum non ramofum folio lato, 
J. B. Upon an hour’s fearch, I found only two 
plants of it, where Mr. Ray obferved it near 
Denbigh. 

Juniperus vulgaris baccis parvis purpureis, J. B. I 
have not feen it more Northward than between 
Woodftock and Enfton, though I have heard that 
it grows on fome mountains in Wales; nor could 
I find Juniperus Alpina, J. B. upon Snowdon, 
where we read it grows. 

Laureola, Park. “ In fylvis et fepibus fatis frequens.” 
R. Hift. Though frequent in fome counties; I 
have not feen it this way. 

Liguftrum, J. B. “ In fylvis, vepretis et fepibus fre- 
“ quens.” R. Hift. It feems to be rare in thefe 
counties. In fome hedges about Bridgenorth, 
Salop; between Ivetfea-bank and Canock-heath, 
Staffordshire. I have feen only three or four fhrubs, 
and thefe in one hedge, in this county of Flint. 

Litho- 



[ 375 ] 

Lithofpermum majus ereftum, C. B. f * Ad vias et 
“ fepes.” Cat. Angl. I have met with it but 
twice in this county, and not often elfewhere. 

Lychnis, Saponaria didla, R. Syn. Among the ruins 
of the monaftery at Greenfield in this county} on 
the caftle-hill at Denbigh; by the road* fide be¬ 
tween Llanamonerch and the new-bridge, Salop, 
and in a gravel-pit near the end of St. Edmund’s- 
bury, toward Sudbury. 

Lyfimachia purpurea trifol. caule hexagono Spigel. 
Ifag. Much more frequent than the quadrangular 
about Ince,Thornton, Stoke, and Stanny, Chefhire. 
Some of the ftalks are pentagonal, and have their 
leaves fingly at the joints, alternate. The quad¬ 
rangular have only two oppofite leaves. I have 
alfo obferved fome diftindtly heptagonal; appa¬ 
rently only fo, with four leaves at a joint: but I 
fufpeft that they were in reality odtagonal. All 
the other varieties frequently rife from one 
root. 

Lyfimachia lutea, J B, By Thornton-brook in two 
places between the Mill and Ince-common, Che¬ 
fhire. The fide fhoots in pairs, in threes, and in 
fours: but fo, as far as I obferved, in different plants. 

Lyfimachia fpeciofa, quibufdam Onagra didta, fili- 
quofa, J. B. Chamaenerion flore Delphinii, Park. 
Par. On the left fide of the hollow road juft 
beyond Knowles-park, between Sevenoak and 
Tunbridge. 

Mentha cattaria, J, B. It is common in a chalky foil: 
but of thefe counties I have obferved it only in 
Shropfhire, and there about Shifnal, Norton, 
Atcham, Neffcliff, Ofweftry, and on the brow of 

the 
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the hill above the river Ceiriog on the road from 
Ofweftry to Chirk. 

Mentbafirum fol. rugofo rotundiore fpomtaneum, fl. 
fpicato, odore gravi, J. B. By the high-way-fide 
near, and Southward of, this houfe, plentifully. 

Menthaftrum fpicatum fol. longiore candicante, J. B. 
By the brook-fide, in a field called Maes Madoc 
iffa, near this place, plentifully. 

Mefpilus vulgaris, J. B. Between Tunbridge-town 
and wells, and I heard it was common in woods 
thereabouts. 

Myrrhis major, vel Cicutaria odorata, C. B. magno 
lemine, longo, fuleato, J. B. Major, five vulgaris. 
Park. 

“ In Hafiia circa CalTellas fponte provenire 
“ Myrrhidem refcrebat Gillenius. Htec, ut ait 

Lobelius, non adeo frequens aut procera occurrit, 
“ fed raro et in pratis. Fertur autem apud Ger- 
“ manos in pratis alicubi nafci, Dodonajo perhi- 
“ bente, cum apud Belgos hortenfis tantummodo 
** fit.” I. Baufiin. 

“ It is thought to grow wild in fome fields in 
** Germany } but I doubt the report.” &c. Park. 
Theat. 

Dr. Hill, in Br. Herb, has given a figure of 
garden Myrrhis, and alfo one of garden Chervill. 
It is hard to know which he intends for this. The 
firft he has left undefcribed : the other he has 
given fome account of, under the name of Chae- 
rophyllum fetivum, which, he fays, is fo called 
by C. Bauhine, and, by our gardeners, Sweet Fern. 
But Chasrophilum fativum,C.B. is an annual. This, 

though 
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though the (talks are annually removed, has a per¬ 
ennial root, 

“ In the foreft of Savernac (Wilts) grows a kind 
** of fweet fern.” Brit, Bac, Whatever that may 
be. 

This grows plentifully here for the length of 
about 300 yards on both fides of the brook Ter rig* 
in a field called Y Parki, and fparingly by the 
fame brook, at a confiderable diftance below* in a 
field called Maes-Madoc. The foil of a dry (and, 
but fometimes overflown. I have alfo feen it 
fparingly in the church-yard at Kilken, in this 
county, and abundantly among the ruins of the 
Abbey of Llanegwaft or de Valle crucis, in Den¬ 
bigh (hire. 

Myrtus Brabantica, five Elaeagnus Cordi Ger. On 
a bog near the road from Mold to Northop, in 
this county ; and on one near the Decoy, between 
Ofweftry and Babin’s-wood, Salop. 

Narciflus fylv. pallidus calyce luteo, G. B. I have 
feen it often in. wafte places j but never, as I re¬ 
member, far from a houfe. 

Oenanthe aquatica minor, Park. Common in 
mar(h ditches, and there leem to be fome varieties 
of it. 

Orobanche, five Rapum Geniftae, Ger. &c. “ Not 
“ to be found, but where broom doth grow.” Ger, 
“ More often where no broom groweth.” Park. 
I have not feen it in this neighbourhood, where we 
have no broom: but it may be found at Hayes in 
Shropfhire, with broom, and very plentifully with 
furze, where there is no broom, over the (and rocks 
at I nee in Che(hire» 

Vol. LXI. C c e 


Pedicularis 



[ 378 ] 

Pedicularis pratenfis fl. candidis, C. B. quibufdam 
Crifta galii flore albo, J. B. Hereabout, and elfe- 
where, with the common red fort, fparingly. 

Pentaphyllum, vel potius Heptaphyllum, fl.’rubro, 
J. B. “ No where near London.” Martyn on 
Tourn. Par. On the bog at Willowbridge, Staf- 
fordfhire j and on the mofs near Hampton, Salop. 
In pits about Stoke and Stanny, Chefhire, plenti¬ 
fully. 

Phyllitis multifida, Ger. I have fometimes feen it 
on moift and fhady rocks, in this county, and in 
Denbighlhire. Whether fpecifically diftinft from 
the common fort, or not, I cannot determine j but 
in fome places where the common is in great 
plenty, and I have obferved it many years, it has 
not varied in Sny one inftance. 

Populus-. Though Populus tremula, C. B. 

feems not to be very common, I believe but fel- 
dom planted, I have reafon to think that we have 
it of fpontaneous growth j but I am not fo well 
fatisfied with regard to any other fpecies of this 
genus. 

Pulmonaria anguftifol. rubente coeruleo flore, C. B. 
foliis Echii L’Ob. Icon. Among the ruins of 
Greenfield monaftery in this county. 

Pyrafter, feu Pyrus fylveftris, J. B. “ In fylvis et 
“ fepibus paflkn.” R. Syn. I have but very 
rarely feen it. 

Ranunculus montanus Aconiti folio, fl. globofo, C. B. 
Helleborus niger Ranunculi folio, fl. globofo majore 
Tourn. About D6!gelle, Feftiniogj Llanrhwft, 
&c. in Merioneth and Denbigh (hires, and in the 
meadows at Hayes, Salop, plentifully.. 
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Rhamnus catharticus, J. B. “ Loris fenticofis, fepi- 
“ bus et fylvis non rarb.” R. Hift. I have met 
with it moil often in our Southern counties; fel- 
dom in Shropfhire, and not at all in this neigh¬ 
bourhood. 

Rorella Iongifolia perennis, R. Hift, fi non Rorella 
longifol. maxima ejufdem 5 plentifully, but lefs 
fo than Ros folis fol. rotundo, C, B. on the 
hillocks, called Triddle-bogs, on the great bog at 
Willowbridge, Stafford (hi re. 

Rofa fylv. fruftu majore hifpido, R. Syn. Almoft as 
frequent as the common hep-tree. 

Rofa Pimpinellas folio, Ger. fylv. pomifera minor, 
C. B. “ In fabulofis et petrofis frequens.” R, 
Hift. Not generally fo; on Twittenham-common, 
among the furze plentifully, and on other com¬ 
mons in Surry : the hedges along the road from 
the uthto the 12th mile-ftone from Worcefter 
toward Kiderminfter, are almoft intirely of itj and 
it is almoft all over the rocky-hill by the North- 
weft fide of Denbigh. 

Rubus Idaeus fpinofo fruriu rubro, J. B. V-efy com¬ 
mon in thefe, and I have often feen it in woods 
and thickets in fome of the Southern counties. 

Rufcus, Park, “ groweth generally throughout this 
*« land, in copfes and upon heaths and wafte- 
“ grounds.” Park. On the fides of the road, fre¬ 
quently, between Bromly-town and common, and 
between that common and Farnborough, Kent. 
It has not been my hap to meet with it elfewhcre. 

Sambucus vulgaris. Park. “ groweth not wild, but 
K is planted in all places, to ferve, &c.” Park. It 
is certainly wild in woods and thickets, and not 
C c c 2 unfre- 
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un frequently even in the clifts of rocks and upon 
walls. 

Sambucus hamilis, five Ebulus, C. B. At Fern-hill 
near Whittington, and about Whittington-calHe, 
Salop; about a mile from Hamftead toward 
Wolverhampton, fparingly ; on Tamworth caftle- 
bank, plentifully ; on the walls of Colchefter- 
caftle; in the ditches at the entrance of Long-Mil- 
ford (from Sudbury) j in Durfon-field near North¬ 
ampton, and on Slaton-hill at the eroding of 
Watling-ftreet, between Northampton and Da- 
rentry; between Newport and Carefbrook-caftle, 
Ifle of Wight; fparingly by the ditches between 
Kennington-common and the Afylum. Mr. 
Blackftone, in his Specimen Botanicum, fays, 
“ near the upper gate in Cuper’s-gardens ab- 
“ undantly.” I fearched diligently, both within 
and without the gate, September 16, 1759, and 
found not one plant of it; but within I found 
fmall plants of Sambucus vulgaris among the large, 
in vaft abundance; yet I hardly think he could 
miftake one fpecies for the other. 

Sedum minimum, fl. mixto ex albo et rubro, Merr. 
On rocks, walls, and dry banks, almoft throughout 
Carnarvon and Merioneth (hires; and on and about 
Caftell dinas-bran, near Llangollen, and in other 
parts of Denbighlhire adjoining to thofe two 
counties. 

Senecio hirfutus vifeidus major odoratus, J. B. On 
dry banks, walls, and rocks, at Ince, Chelhire. 

Solanum lethale, Park. Within the remains of Ha- 
warden* caftle, and abundantly in and about Hope 
in this county; about the Abbey de Valle crucis, 

and 
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and at Vron, and other places near Chirk-caftle, 
Denbighshire, and by the brook under the North- 
weft fide of the town of Denbigh. 

Sorbus fylv. foliis domefticse fimilis, C. B. Ornus 
Dod. five Fraxinus fylv. Park. “ In montofis 
“ et uliginofis in Cambria et Septentrionali Angliae 
“ parte.” R. Syn. I may add, in the South too, 
having feen it in abundance even in the moft 
fouthern parts of Kent and Sufifex. 

Sphondyliura majus aliud laciniatis foliis. Park. 
“ found by Mr. G. Bowles in Shropshire, as I take 
* c it.” Park. On both Sides of the dingle, in the 
lower part of the wood, at Hayes, near Ofweftry ; 
itfeems to be as common as Sph. vulgare; than 
whifb, fcarcely any weed there is more fo, though 
in other parts of that wood, where the common 
fort is no lefs plentiful, this is hardly to be found. 
I have not Seen it elfewhere. The apparent dif¬ 
ference is fo great, that I cannot but fufpedl them 
to be fpecifically diftinft. I.have the feeds of 
both now upon trial. 

Parkinfon’s figure of this plant is very bad, and 
I know none other of it. 

Taxus, Park. “ This groweth in many places of this 
“ land j but planted in all, whether at home, or 
“ abroad.” Park. It is very common, of natural 
growth, not only in woods and thickets, as well as 
in hedges, but upon rocks and walls. 

Telephium vulgare, C. B. Far from being univerfal. 
Abundantly about Llangollen, and in Carnarvon 
and Merioneth (hires. 

Tilia --I do not believe that any fpecies of this 

genus is wild in this part of the ifiand, however it 
be in other parts, Tithy- 
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Tithymalus linifo!. Cam. An Tith. fegetum linifol. 
R. Syn. With the oats hereabout. 

Trachelium majus Belgarum, Park. In Shady places 
hereabout, and elfewhere in Mold’s-dale j but mod 
abundantly in a field here, called y Parki, 
through which theTerrig runs; alfoabout Egluy- 
feg and Llangollen, Den high (hire. 

Trachelium majus fl. purpureo, Park. Par. In Shrop¬ 
shire toward Tenbury, as well as beyond, in Wor- 
cefter and Hereford Shires, plentifully ; in thickets 
among the rocks by Clomendy in Llanveras, 
Denbighshire. 

I am not certain of Trachelium minus, Park, 
which is faid to be common: but there are cer¬ 
tainly in this ifland, and even in this neighbour¬ 
hood, many fpecies of this genus, that I cannot 
find to have been defcribed or mentioned. 

Trichomanes, five Polytrichum, J. B. “ In petris 
“ umbrofis et rofcidis, inque aggeribus umbrofis et 
** muris antiquis magnus ejns per totam Angliam 
eft proventus.” According to my obfervation, 
it is rare in moft of the Englifii counties; but 
common hereabout, and much more fo in fome 
parts of Wales. The walls of the bridge and the 
walls and roofs of iome houfes at Bethgelert in 
Carnarvonshire, are almoft covered with it. 

Vaccinia nigra vulgaris, Park. Frequent on moft 
heathy hills j but, as far as I have obferved, more 
<on dry than wet. It is fcarcely two inches high 
•on the moft barren ground toward the top of 
Snowdon, with an extremely Small leaf, having 
frequently a large red excrefcence, the nidus of an 
infedt. 
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Vaccinia rubra buxeis foliis, Park. On the fumtnit 
only of the mod pointed of the Camp-hills, 
Staffordshire, in a dry gravel. This too is very 
minute in all its parts upon Snowdon, and fo it is 
about Cader Vron-wen, Denbigh. 

Verbafcum, fl,. albo parvo, J, B. Abundantly along 
the roads about Gresford. and Adton, Denbigh^* 
(hire. 

Verbafcum nigrum, fl, parvo luteo, apicibus pur- 
pureis, J. B. By the highway and park-fide, al- 
raoft oppofite to Shavington (vulgo Shenton) hall, 
Salop, for about 1 oo yards, plentifully; rather 
above a mile beyond Hamftead, toward, and near. 
Bar, Staffordshire; in many places between Sud¬ 
bury and St. Edmund’s-bury: at the defcent from 
Gerard’s Crols, and alfo in many places between 
the Chalk-hills, Short of Loud-water, and a mile 
or two beyond Weft-Wickham, Bucks. 

Viburnum, Park. “ In fepibus pafiim,” R. Cat. 
Angl. I have not obferved it more Northward 
than about Southam, and between Stratford upon 
Avon and Henley, Warwickshire, and fomewhat 
Short of HiSham, Northamptonshire.. 

Viola montana lutea grdndiflora, C. B. Pretty plenti¬ 
fully on the mountains about Llanarmon, Dyffryn 
Ceiriog, Denbighshire, and thence about half way 
to Ofweftry; fparingly about mid-way between 
Ruthin and Llangollen ; between Bala and Fefti- 
niog, in fome places, and abundantly between 
Feftiniog and Dblgelle. 

Virga aurea anguftifol. minus (errata* C. B. Plenti¬ 
fully throughout the park at Willowbridge,, Staf¬ 
fordshire, and in rocky places at Ince, Helfby, and 

FrodSham, 
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Frodfham, Chefhire; alfo, but of a much more 
humble growth, on dry fandy banks about Deref- 
bury, Norton, and Halton, Chdhire. 

Virga aurea latifol. ferrata, C. B. With the former 
at Willow bridge, but lefs frequent. 

Ulmus—-. I have not been able to allure my- 

felf that any fpecies of this comes up fpontaneoufly 
with us. I need not except the cafe of fuckers; 
they being, till removed, but parts of trees, and 
many of the kinds, frequently planted, are fo pro¬ 
ductive of fuckers, even from the extremities of 
the roots, that one might expeCt thefe trees to be 
much more general than they are. It is certain, 
there are many very extenfive woods without any 
of them. I have often fown the feeds of feme 
kinds (that have vifible feeds, which, I think, is 
hot the cafe of all) and ever without fuccefs; but, 
having been informed that fuch have been raifed 
this way, I mention my difappointments only as 
feme kind of teftimony, that they are not apt to be 
increafed from feeds that cafually fall, and I have 
not obferved fuch offspring. 

Umbilicus Veneris, Ger. Much more common in 
Shropfhire, Staffordfhire, Chdhire, and in this 
county, than more Southward; ftill more in Den- 
bighmire, and on almoft every rock and old wall 
in Carnarvon and Merioneth ihires. 

Umbilicus Veneris minor, Ger. Umbilicus Veneris, 
2. Hift. des Plantes de TEurope. Alter Cam. in 
Matth. & Mattb. in Diofc. Cotyledon minus 
montanum Sedi folio L’Ob. Icon. 469, where the 
figure of this and that of Umbilicus Veneris are 
tranfpofed. This is a fpecies of Saxifraga. An 

Saxifraga 
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Saxifraga Sedi folio anguftiore, ferrato Tourn. ? I 
believe, it is not now to be found on Biefton-caftle, 
Cheffiire, where Gerard fays he found it. 

In this Catalogue, I have thought it needlefs to 
mention, except comparatively, the particular native 
places already pointed out by others. I have palTed 
over the maritime plants, unlefs found alfo in inland 
places j becaufe fuch as I have obferved, are not pe¬ 
culiar to any part of our coaft ; and I have endea¬ 
voured to avoid a needlefs muitipicity of fynonyma, 
ufing generally the fhorteft name, if fufficiently de- 
fcriptive, or that ufed by the author, whofe icon, or 
defcription, feemed to me to be the belt; and there¬ 
fore I have not adhered to any one fyftem. 

Upon the whole, it may be difficult to determine 
what plants, if any, are originally Britiffi. 

With regard to biennials, if there has been im- 
memorially a conftant annual flowering in wafte 
places, or in ground that does not appear, or is not 
known to have been cultivated for the pur- 
pofe, it may perhaps be reafonably prefumed that 
they are the natural and fpontaneous produdl of 
fuch places j for, in this cafe, I underftand natural 
and fpontaneous, according to common acceptation, 
to be fynonymous, and applicable to any feminal pro¬ 
duction, however happening, or effected, without the 
affiflance of art, whether from feeds depofited there, 
Or in that foil, at the creation, or from fuch as are 
conveyed by the wind, by birds, or any other cafual 
means. Qtherwife, in ftriCtnefs, there may be no fuch 
thing in nature as a fpontaneous production j for as 
to the old doCtrine of equivocal generation, I fup- 
Vol. LXI. D d d pofc 
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pofe it to be univerfally exploded; though I do not 
difpute that the ftamina, or firft rudiments, have 
exifted, in the parent plants, from the beginning of 
all things, the vegetative principle being latent, till 
prepared to exert itfelf. 

And upon the firft conjecture, a difficulty may 
arife. 

It is, perhaps, not eafy to conceive that the fe¬ 
cundity of feeds, once perfected, can be retained inert 
through many ages. Our experience feems to {hew, 
that there are fome kinds of feeds, that, at a certain 
age, or nearly fo, either vegetate or periffi; that, if 
kept out of their proper matrix, or in it at too great a 
depth, beyond that time, whatever we do with them 
afterward, will not grow; and if there be really fuch 
({b depofited ab origine) thofe kinds cannot, even in 
that fenfe, and in that cafe, be faid to come up 
fpontaneoufly. 

Befides, if the feeds were fo depofited in the earth, 
and in a perfect ftate, fo numerous as they muft be ; 
the larger kinds, efpecially, could not efcape our 
notice. 

As to the antediluvian nuts, cones, and ftone-fruits, 
that, we hear, are fometimes found at vaft depths 
within the earth, however they may fuit the cabinets 
of the curious, I fear they are too antique to be 
prolific. I 

But in the other way, the feeds may be conveyed, 
from whatever difiance, in different years (for aught 
we know they are in every year), to the places where 
We fee the plantsand not only thither, but to many 
places, that ate not proper to receive and cherim 
them. 


It 
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It is evident that the oak, a(h, and other our 
moft common trees, are not naturally increafed in 
any other way, except fuch as are productive of 
fuckers at a confiderable diftance from the Items; 
and many of thefe do not generally perfect their 
feeds : to fay nothing of inferiour plants, that fome* 
times, in the phrafe of gardening, lay themfehes. 

But thofe fuckers, till parted from the parent trees, 
and removed from the place, are not often better than 
underwood, which may be one reafon, why thefe 
kinds do notincreafe fo extenfively as the former. 

And if our forefathers had not induftrioufly raifed 
and increafed (if not previoufly introduced) the molt 
common and moft ufeful trees, perhaps we ftiould 
not obferve them to increafe naturally more, or have 
found them more numerous, than many that we 
know to be exotic, and yet are as eafily increafed, 
and do of themfelves increafe as faft, proportionally, 
and are as hardy, as any trees we have. 

Yet it is not to be expedted, that thefe of exotic 
origin, more than thofe that have been long familiar 
to us, ftiould increafe alike in all foils, or in all 
counties, fince there are fome foils that are far from 
being general. 

Mr. Da Cofta, in his Nat. Hift. of Foflils, obferves, 
that “ Chalk is found chiefly in the South-eaft part 
“ of this ifland,” fo that, “ if a ftraight line were 
“ drawn from Dorchefter (in Dorfetlhire) to thecoaft 
“ of Norfolk, it would almoft include our chalky 
“ ftrataj” and I believe his obfervation to be juft, 
except that, though the line be drawn even to the 
moft Weftern part of that coaft, this foil extends 
confiderably beyond it, into Wiltftiire. 

D d d 2 We 
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We know, that of all foils this is the mod fa¬ 
vourable to beech, white-beam, juniper, viburnum, 
traveller’s-joy, and to many of the herbaceous tribe? 
though not only fuch, but many foreign plants, will 
increafe alfo in foils that are not the moll fuitable 
to them. 

In the woods here, and at a diftant place, I find, 
not unfrequently, feedlings of the Scotch-pine (which 
whether indigenous of Scotland, or not, may be 
doubtful), fpruce-fir, horfe-chefnut, walnut, and 
perhaps more than I can at this time recolledt. Of 
the four kinds mentioned, fome trees, notwith¬ 
standing the tread and the browfing of cattle, now 
grown to a confiderable height, I am certain were 
not planted. Of the three firft there are many not 
far off, that were planted, and probably may in moft 
feafons bear perfedt feeds: but of the walnut I do 
not know that there is, or has been, within half a 
mile of the firft-mentioned woods, a tree that has 
produced a nut mature enough for vegetation. It is, 
however, ealy to conceive, that the nuts may have 
been brought from a much greater diftance by birds, 
or other animals, and dropped accidentally, or 
hoarded and forgotten, or perhaps not needed. 

In a Ihrubbery, many years left to' nature, I have 
oblerved very numerous progenies of various foreign 
fhrubs, both from the feeds and roots ? and it is well 
known to gardeners, that many of their once choice 
flowering herbs are apt to multiply in the way 
of fuckers, while the feeds of others fow themfehes 
fo plentifully, as not eafily to be kept within 
bounds. 

It), 
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It, therefore, feems to me not unlikely, that all 
thefe kinds, and many more perhaps yet unimported, 
may in future ages be fo far naturalized as to be 
deemed indigenous of this land. 

But this conje&ure, and the former, are offered, 
with fubmiffion. I am, 

SIR, 

Your moil obedient. 

and moft humble fervant, 

Leefwood, ^ 

Dec*. 24* 1770* 



XLXI. j± 



